s NY SCREENED DETECTOR KTZ63/ 


О, AND AMPLIFYING VALVE T 


DESCRIPTION 


Type KTZ63/6J7G is an indirectly heated Pentode suitable for use as a Detector or in 
an H.F. or L.F. amplifier. The type may also be employed as a Triode by external connection 
of the screen grid and anode, in cases where a Triode of medium impedance is desired. The 
control grid is taken to a top cap connection. 

Type KTZ63/6J7G may also be used as an oscillator and as such is of great use in ultra- 
short wave super-heterodyne receivers. 


RATINGS 

Heater Voltage ... n $55 ah «i5 sx € 6:3 

Heater Current ... Ж d is e b Ass 0:3 amp. approx. 
Anode Voltage ... s iv. е Ке s T 250 max. 
Screen Voltage ... ma m ess ч е; з 125 тах. 
Mutual Conductance* ... oH "E 1-23 mA/volt 


*measured at Va 250 ; Vg2 100 ; Vgl 3. 


Capacitances (As pentode) : 


Grid to АП és iss s i 6 ds x 47 pF approx. 
Anode to All ... 26 A is ЕЕ e ses 9:9 nh 5 
Anode to Grid ... ue vss ss ЖЕ L6 222 0-0038 7; ^ 
DIMENSIONS BASE 


7 Pin “ Octal '' 


к= 
"i 1: Internal Metallic Screen 
; " Е 2: Heater 
t 3: Anode 
4: Screen Grid g2 
5: Suppressor Grid g3 
(6J7G only) 
7: Heater 
3 А 8: Cathode 
View looking ой Top Cap: Control Grid g? 


underside of base. 


Note : Care should be taken to note the difference in pin 
connections between type KTZ63[6]7G and the “ Kinkless 
tetrode " type КТ263. Тһе latter has suppressor plates 
joined. internally to cathode, pin 5 in this case having по 
connection. 


Supplied with unmetallised bulb only. 


All dimensions ате in m|[m and are max. except 
where otherwise stated. 


ted Tri 
OPERATING CONDITIONS Fentcde connected: "Tene 
Anode Voltage  ... тё жек dus is Es idi 250 250 
Screen Voltage ... ges Ue Sue iv T s 100 — 
Anode Current, mA e Ves m» ie. E es 1:0 3 
Screen Current, mA ade 25% EH Ves vus 35s 0:25 — 
Grid Bias Voltage -— ies iss s 3 d -2 -3 
Impedance, ohms ... ge M ud Mx PN aos ]-5 meg. 10,500 
Cathode Bias Resistance, ohms ... ist КУ Va € 2,200 1,000 
Optimum Load in Resistance Amplifier, ohms ads p 250,000 50,000 
Screen Resistance, ohms ... Ix ке Ше ads ня 1 meg. — 
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KTZ63/ 
6]1С 


Type KTZ63/6]7G 


Curve taken at 
SCREEN VOLTS ==100 
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CHARACTERISTIC CURVES OF 
AVERAGE VALVE. 
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Q 10 200 aue E 
ANODE VOLTAGE 


Type KTZ63/6]7G 


Taken as a Triode 
with Anode, G2 
strapped. 
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ANODE CURRENT IN MILLIAMPERES 
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